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PART III 
Notifications by High Court, Advertisement, Notices and Change of Name etc. 

CHAIRMAN 
BOARD OF EXAMINERS HARYANA 

CHANDIGARH 

Notification 

The 11th March , 2020 
No. BOE /EXAM /2019 /2187.— The result of the examination held under the Boiler Operation Engineer 2011 , 
on 17th November 2019 , for the grant of certificate of competency as Boiler Operation Engineer (Granted under 
Rule 40 of the Boiler Attendants Rules , 2011) of the successful candidates is announced as under : 


Sr. No. 


Roll No. 


Name 


Father Name 


Result 


1 . 


BOE /2019 /58 


AYUSH JAISWAL 


RAJESH KUMAR JAISWAL 


PASSED 


2 . 


BOE / 2019 /80 


HARIPRASAD D 


DHANABALAN M 


PASSED 


3 . 


BOE/2019 /109 


RAHUL VASAN 


BANWARI LAL 


PASSED 


4 . 


BOE / 2019 / 112 


ANKIT KUMAR MISHRA 


SUBHASH MISHRA 


PASSED 


5 . 


BOE/ 2019 / 175 


SOURABH SHRIMALI 


BHOLESHWAR SHRIMALI 


PASSED 


6 . 


BOE/ 2019 / 196 


AMULYA SINGH 


RAJENDER SINGH 


PASSED 


7 . 


BOE / 2019 /236 


PASSED 


PRAMOD SINGH 
RAGHUVANSHI 


AMAR SINGH 
RAGHUVANSHI 


8 . 


BOE / 2019 /247 


MOHAMMED IQBAL 


MOHAMMED GOUSE 


PASSED 


9 . 


BOE/ 2019 /314 


PRIYANK SHUKLA 


RAKESH CHANDRA SHUKLA 


PASSED 


10 . 


BOE/ 2019 / 350 


ANURAG AMRIT 


PASSED 


LALITESHWAR PRASAD 
VERMA 


11. 


BOE / 2019 / 369 


SUDHAKAR R 


RAJAN L 


PASSED 


12 . 


BOE / 2019 /386 


DILIP KUMAR 


NAGESHWAR PRASAD 


PASSED 


13 . 


BOE / 2019 /408 


VIVEK RAM SONI 


CHANDAR KUMAR SONI 


PASSED 


14 . 


BOE / 2019 / 433 


DINESH KUMAR 


SHAMSHER SINGH 


PASSED 


( 145 ) 
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Sr. No. 


Roll No. 


Name 


Father Name 


Result 


15 . 


BOE / 2019 /454 


VIKAS KUMAR BALIYA 


DILIP KUMAR BALIYA 


PASSED 


16 . 


BOE /2019 /506 


PREM PRAKASH 


CHANDER PRAKASH 


PASSED 


17 . 


BOE / 2019 /512 


HIMANSHU VERMA 


SUDAMA CHARAN VERMA 


PASSED 


18 . 


BOE / 2019 /519 


PTR GUPTA 


P KAMESWARA RAO 


PASSED 


19 . 


BOE / 2019 /532 


MALOTH SUBHASH CHANDAR 


MALOTH BAPURAO 


PASSED 


20 . 


BOE / 2019 /542 


ABHISHEK GUPTA 


PRAMOD KUMAR GUPTA 


PASSED 


21 . 


BOE / 2019 /593 


TARUN SHARMA 


ASHWANIKUMAR 


PASSED 


22 . 


BOE /2019 /599 


K VENKATESAN 


R KRISHNARAJ 


PASSED 
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